MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  23  Township:  10  North  Range:  2  West  Corner  ID:  BeBl  S-17 

Monument  Description  &  Remarks:  R.R.  Spike  flush  on  north  edge  of  Woodland  Rd.  Survey 
Sign  4.5ft  above  ground  at  pt.  D 

References  On  File:  Phil  Tapp  survey,  Joe  &  Joyce  Peden  2004,  on  file  in  Recorder  Office  cabinet 
S,  page  275  &  James  C.  Bennett  survey,  Fletcher  Type  E  Administrative  Subdivision  (2008),  on  file 
in  Recorder  Office  INST.  #  2008009653 
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